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            Abstract
          
        

        
          본 연구에서는 대공 교전 및 사격 시 함정에 설치된 다수의 광학 센서를 활용하여 사격 명중률을 향상시키는 방법을 제안한다. 영상 센서로부터 획득한 다수의 2차원 영상 기반 탄 궤적 정보의 교차점을 분석하여 탄착 오차를 정량화하고, 이를 바탕으로 탄착 수정을 적용함으로써 향상된 사격 성능을 확보하고자 한다.

        

        
          
            초록
          
        

        
          This study proposes a method for improving firing accuracy during anti-aircraft engagements and firing operations by utilizing multiple optical sensors installed on a vessel. By analyzing the intersection of projectile trajectory information derived from multiple 2D images acquired from image sensors, the impact error is quantified. Based on this, impact error correction is applied to enhance firing performance.
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